Tools you need: 
Miron (30W) 


@Solder wire 
G)Multimeter 


Precautions: 
@Tweezers DCheck part values & quantities against part list 
SWire cutters | |DAlways meter resistor values before soldering 
Understand all part polarities and orientations 
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GE1MI PIN 1 


Component list: 
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Sine wave 

Freq range: 50Hz--7. 5KHz 
Vmax: 1. 28V 

Vmin: -1. 00V 

Vavr: 0. 12V 

Vpp: 2. 29V 

Vrms: O0. 76V 

Duty: 48%--56% 


Triangle wave 

Freq range: 50Hz--7. 5KHz 
Vmax: 1. 81V 

Vmin: -1. 69V 

Vavr: 0. O4V 

Vpp: 3. 50V 

Vrms: 0. 96V 

Duty: 49%--55% 


Square wave 

Freq range: 50Hz--7. 5KHzZ 
Vmax: 5.55V 

Vmin: 5. 63V 

Vavr: OV 

Vpp: 11. 19V 

Vrms: 5. 39V 

Duty: 27%-—63% 


All the data listed are typical values 
for your reference only. 


How to Use: (Voltage=DC12V) 
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Power light Duty-ADJ 


Schematic: 
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